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Treasury Department, 
Office of the Supervising Architect, 
October 9, 1885 


Hon. D.M. Fox, 
Custodian U.S. Mint, 
Philadelphia, Pa: 


Sir: 


Your letter of the 2d instant is received, and you are advised that the two time locks for 
vaults in the Post Office and Court House building in your city, have been this day ordered from 
Messrs. Sargent & Greenleaf, Rochester, N.Y., who have been requested to communicate with 
you as to how you desire the locks to be set. They have been requested to ship the locks to the 
care of F. Gerker, Custodian of the P.O. Building. 


Very respectfully, 
James P. Low 
Acting Supervising Architect 


